THRU 


Approved For Release 2000/0 


CIA-RDP61 S00527A0001 00050032-7 



Id Reading Panel 
Acting Chiefs St/C 
i Chief, D/S 
Chief, S/CST 


2 January 1953 


Periodic Review end/or Revision of Seeding Panel Requirements 


1» She branch requirements for reading panels have been re- 
viewed. It is requested mat the following change be made in the 
existing retirements. 

2* She branch has been receiving a large volume of documents 
oontaiaiog only descriptions of existing Industrie! plants and at- 
tendant facilities particularly those plants in the European 
Satellites.' An adequate file of this information now exists in the 
breach, therefore it is requested that the branch be excluded from 
the routing of such documents. 
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